To:  Loesel,  Matthew[loesel. matthew@epa.gov];  Crossland,  Ronnie[Crossland. Ronnie@epa.gov] 

From:  Crow,  David 

Sent:  Sat  8/8/2015  8:52:41  PM 

Subject:  Samples  collected  today 

removed.txt 


Aztec  Domestic  Water  System 
Aztec  Domestic  Water  System 
Aztec  Domestic  Water  System 
North  Star  Water  Users  Association 
Farmington  Water  System 
Momingstar  Water  Supply  System 


Animas  River  Pump 
Intake  #1 
Intake  #2 

Animas  River  Intake 
Animas  River  Pump  Station  #2 
Animas  River  Intake 


David  S.  Crow 

Weston  Solutions,  Inc. 

3900  Dallas  Parkway,  Suite  175 

Plano,  Texas  75093 

469.666.5550  Direct 
972.978.6802  Cell 

David.Crowfirw  estonsolutions.com 
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CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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